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ADMINISTRATOR'S  MESSAGE  % 

We  are  excited  to  welcome  aboard  two  new  employees.   Fred  Naeher  is  the  Earthquake 
Program  Manager  and  has  an  extensive  background  in  education.   The  new  District 
Representative  for  District  3  is  Bob  Fry,  who  is  no  stranger  to  many  of  you.   Bob  has 
experience  as  a  county  Disaster  and  Emergency  Services  coordinator  as  well  as  law 
enforcement  and  fire.   Bob's  office  will  be  located  in  Livingston. 

With  the  hiring  of  Fred  and  Bob,  our  organization  is  entering  a  new  phase.   Most  of  the 
reorganization  recommendations  have  been  implemented  and  now  we  look  forward  to 
greater  productivity  and  accomplishment.  To  be  successful  will  require  the  efforts  of 
everyone  in  emergency  management.   We  will  be  actively  soliciting  your  continued  input 
and  participation. 

This  coming  September  the  State  Emergency  Response  Commission  is  scheduling  a 
Local  Emergency  Planning  Committee  (LEPC)  conference  for  the  LEPC  chairpersons,  to 
be  followed  by  the  DES  Fall  Conference.   We  look  forward  to  seeing  you  then,  and 
hopefully,  enjoy  a  productive  and  rewarding  learning  experience. 

Jim  Greene 
Administrator 


Prez  Sez 

Hats  off  to  Alan  Hanson,  District  III  Vice  President  of  the  Montana  DES  Association. 
He  is  holding  quarterly  meetings  with  all  district  DES  Coordinators.   Attendance  is  good 
and  the  lively  exchange  of  ideas  shows  what  the  association  is  all  about:  coordination  and 
helping  each  other  do  a  better  job. 

And  thanks  to  Jim  Greene  for  having  the  flexibility  and  foresight  to  return  to  the  old 
DES  district  format.    It  gives  us  an  even  number  of  counties  per  district,  plus  a  full  time 
representative  for  District  III. 

Thanks  also  to  the  other  three  association  districts  for  meeting  regularly.   This  has  built 
a  local  and  state  partnership  that  continues  to  grow  and  strengthen  our  program. 

Paul  Spengler 
MT  DES  Association  President 


^^  3rd  Quarter 

9  Duty  Officer 

Compendium 

During  the  third  quarter  of 
FFY-94,  DES  Duty  Officers 
responded  to  a  variety  of 
incidents.   The  reports  include: 

Bomb  Threats 1 

Earthquakes 1 

Exercises 2 

Fire 1 

Flooding 1 

Hazmat  Spills 60 

Ice  Jams 0 

Information  Calls    0 

Severe  Weather    23 

Misc 8 

The  county  listings  per  incident 
type  are  as  follows: 

^r  Bomb  Threats 

Cascade 

Earthquakes 

The  calls  regarding  earthquakes 
were  for  information  relating  to 
the  Challis,  Idaho  Earthquake. 
No  Montana  counties  were 
involved. 

Exercises 

Ravalli 

Statewide 

Flooding 
Petroleum 

Hazmat 

Beaverhead    0 

Big  Horn    2 

Blaine    1 

oadwater 0 

Krbon 3 

Carter    0 


Cascade 2 

Chouteau 0 

Custer    0 

Daniels    0 

Dawson    1 

Deer  Lodge    1 

Fallon    2 

Fergus 6 

Flathead 1 

Gallatin    0 

Garfield 0 

Glacier 2 

Golden  Valley    0 

Granite    1 

Hill    1 

Jefferson    1 

Judith  Basin 2 

Lake    0 

Lewis  &  Clark    3 

Liberty 0 

Lincoln 1 

Madison 1 

McCone 1 

Meagher 0 

Mineral    2 

Missoula 1 

Musselshell 0 

Park 0 

Petroleum    1 

Phillips 0 

Pondera   1 

Powder  River 0 

Powell    1 

Prairie 0 

Ravalli 2 

Richland    0 

Roosevelt 2 

Rosebud 0 

Sanders    0 

Sheridan 0 

Silver  Bow    1 

Stillwater 1 

Sweet  Grass 0 

Teton 0 

Toole 2 

Treasure 0 

Valley    1 


Wheatland    0 

Wibaux    0 

Yellowstone 10 

Great  Falls  City    0 

Severe  Weather 

Several 
Judith  Basin 

Blaine 

Powell 
Rosebud 

Glacier 
Yellowstone 

The  grand  total  of  duty  officer 
calls  was  97  for  the  quarter,  62 
percent  of  which  were  Hazmat 
related  incidents  -  with  Yellow- 
stone County  once  again  having 
the  most  reported  incidents 
(17%  of  all  reported  hazmat 
incidents). 


CONGRATULATIONS 

TO 

BILL  MURRAY 

Bill  Murray,  Cascade  County 
DES  Coordinator  just  became 
the  third  Montanan  to  be 
awarded  the  designation  of 
Certified  Emergency  Manager 
(CEM)  by  the  National 
Coordinating  Council  on 
Emergency  Management.   Bill 
received  notification  on  March 
25th  1994  of  his  selection  to 
this  limited  group  of  CEM's 
around  the  nation. 

Other  designated  CEM's  are 
Wilma  Puich,  Butte-Silver  Bow 
County;  and  Helen  Elliott, 
Pondera  County. 
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WEATHER  SERVICE 
INFORMATION 

by 

David  E.  Olsen 

NWS  Area  Manager 

On  June  7,  1994,  the  National 
Weather  Service  at  Missoula 
moved  into  their  new  building 
followed  by  the  National 
Weather  Service  at  Great  Falls, 
moving  into  their  new  structure 
on  June  21.   Two  other  offices, 
Glasgow  and  Billings,  will  be 
breaking  ground  this  fall. 

All  of  the  National  Weather 
Service  activity  in  Montana  is  a 
reflection  of  a  national  program 
to  improve  weather  service  in 
the  United  States.   This 
national  program  will  include 
new  radars,  new  automatic 
observing  equipment,  new 
satellites  and  new  computers. 
This  program  will  be  ongoing 
for  the  next  several  years. 

During  September  in  Montana, 
two  of  the  new  radars  will 
become  operational  at  Great 
Falls  and  Missoula.   Two  more 
radars  will  be  added  in  1995  - 
one  at  Glasgow  and  one  at 
Billings.   Seventeen  National 
Weather  Service  and  Federal 
Aviation  Administration 
automatic  observing  weather 
sites  have  already  been  installed 
in  the  State. 

To  operate  all  this  equipment 
the  NWS  is  going  to  increase 
the  number  of  Meteorologists 
within  Montana  and 
decentralize  some  of  the 
forecast  responsibilities. 


Currently  most  of  the  forecast 
responsibility  is  at  Great  Falls. 
Under  modernization, Missoula, 
Billings  and  Glasgow  weather 
offices  will  add  Meteorologists 
to  take  over  forecast  respons- 
ibility for  their  sections  of  the 
State.   This  will  take  several 
years  to  accomplish. 

LGDIM  UPDATE 

by 
Larry  Akers 

You  will  be  receiving  your  first 
change  or  update  to  Montana's 
new  "Local  Government 
Disaster  Information  Manual" 
(LGDIM).  You  should  have 
received  the  new  LGDIM  last 
winter.   We  wanted  to  field  it 
at  the  Governor's  Conference. 
The  manual  was  incomplete  in 
that  the  Damage  Assessment 
Handbook  annex  was  not 
finished.   I  told  McGowan  we 
should  wait,  but  oh  no  he 
wanted  to  get  "his"  new 
LGDIM  out  to  the  field.   You 
need  to  spend  a  little  time  and 
reorganize  your  manual.   It 
isn't  too  bad,  in  a  test  of  people 
in  headquarters,  half  of  them 
experienced  noted  ill  affects  or 
confusion,  and  half  of  them  are 
normally  confused  anyhow. 

Seriously,  take  a  few  minutes 
and  update  the  manual  now.    I 
can  assure  you  once  you  are 
under  the  stress  of  a  disaster 
you  will  not  have  time.   While 
you  are  at  it  review  the  entire 
LGDIM  as  its  contents  will  be 
a  lot  of  comfort  to  you  in  time 
of  disaster. 


ESSENTIAL  READING 

by 
Bill  Thomas 

Disaster  Evacuation  and  the 
Tourist  Industry  (1994,  257  pp) 
by  Dr.  Thomas  Drabek  contains 
valuable  lessons  for  Montana  as 
tourism  increases  under  the  Big 
Sky.   Dr.  Drabek  interviewed 
185  tourist  business  managers 
around  the  U.S.  and  concluded 
that,  "Like  a  ticking  time  bomb, 
the  tourist  industry  currently 
represents  an  enormous 
potential  catastrophe." 

The  study  looked  at  questions 
such  as  the  extent  of  evacuation 
planning,  responses  to  disast^^ 
warning,  and  evacuation 
decision-making  behavior.   The 
book  concludes  with  a  call  to 
action  for  emergency  managers 
to  initiate  contact  with  business 
managers  to  offer  assistance 
with  evacuation  planning.  As 
one  manager  told  Dr.  Drabek, 
"I  like  what  you're  saying,  but 
the  emergency  management 
people  never  have  contacted 


For  a  copy  of  the  book  write  to 
the  Natural  Hazards  Research 
and  Applications  Information 
Center,  Institute  of  Behavioral 
Science,  #6,  Campus  Box  482, 
University  of  Colorado,  Boulder, 
Colorado  80309-0482.  Cost 
is  $10.00 
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AND  THE  TRAINING 

Lame  Deer,  January  25 

G617 

$               GOES  ON! 

Denton,  January   27 

-    Managing  Disasters/2-Mill 

East  Helena,  February  16 

Levy 

by 

W  S  Springs,  March  28 

Billings,  February  16 

NancyJo  Dminen 

Roy,  March  9 

Kalispell,  June 

G618 

Second  and  third  quarters  were 

-    Media  In  Emergencies 

inundated  with  every  kind  of 

G305.12 

Billings,  February  18 

training  imaginable!   And  if 

-    Federal  Response  Plan 

you  tried  and  failed  to  get 

Billings,  February  17 

G619 

ahold  of  Chris,  Fred,  NJ  or 

Billings,  February  18 

-    National  Weather  Service 

other  state  staff  during  this 

Workshop 

time,  this  is  the  reason  why... 

G386 

-    Mass  Fatalities  Incident 

Billings,  February  17 

G120 

Helena,  April  25 

G620 

-    Exercise  Design  Course 

-    Resource  Lists 

Dillon,  March  30 

G602 

Billings,  February  17 

Lame  Deer,  May  24 

-    Flood  Fight 

Helena,  February  9 

G621 

G200 

-    Role  of  the  EOC 

-    Pubic  Officials  Conference 

G603 

Billings,  February  16 

Billings,   February  16 

-    Exercise  Design  Workshop 

0235 

Denton,  March  26 

G622 

Choteau,  June  6 

-    Role  of  Coordinator  & 

-    Emergency  Planning 

Commissioner 

Chinook,  March  8 

G608 

-    Exercise  Planning 

Billings,  February  16 

G240 

Workshop 

G623 

-    Leadership  &  Influence 

Helena,  May  18 

-    Hazardous  Incident 

Lewistown,  January  12 

Dispatch/MLEA 

G613 

Bozeman,  February  25 

G241 

-    Agriculture  Disasters 

-    Decision  Making  & 

Billings,  February  16 

G624 

Problem  Solving 

-    Hazard  Mitigation 

Wolf  Point,   June  14 

G614 

Workshop 

-    Fire  Protection  &  Risk 

Winnett,  March  23 

G244 

Ratings 

-    Developing  Volunteer 

Billings,  February  16 

G652 

Resources 

-    Grant  Writing 

Conrad,  April  6 

G615 

-    Interagency  Relationships 

Helena,  February  3 

G280 

Billings,  February  16 

G803 

-    Public  Policy 

-    Beyond  Rural/Hazmat 

Billings,  March  30; 

G616 

Planning 

0305.7 

-    Local  Government  Disaster 

Billings,  February  18 

Information 

-    Overview  of  ICS 

Billings,  February  17 
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WHERE  WE'LL  BE 

NEXT.. 

G608 

-  Exercise  Planning 
Lame  Deer,   July  19 

G242 

-  Effective  Communication 
Helena,  August  3 

G244 

-  Developing  Volunteer 
Resources 

Wolf  Point,  August  17 

G804 

-  LEPC  Workshop 
Great  Falls,  August  6 


G805  J1/  /  |   I 

-    SERC  Workshop 
Great  Falls,  August  7 


Fall  Training  Workshop 
Great  Falls*  August  8  * 

rroo3  --;;•}_[   ;.'/ 

-    Railroad  Hazmai  Workshop 
Helena,  September  21 


RR003 

-  Railroad  Hazmat  Workshop 
Helena,  September,  22 

G623 

-  Hazardous  Incident 
Dispatch/MLEA 
Bozeman,  September  29 


COURSE  ANNOUNCEMENT 


Course  DATE  CORRECTION 
AUGUST  3-5,  1994  -  training 
calendar  shows  incorrect  date, 
August  3-5  is  correct!. 


Effective  Communication, 
August  3-5,  Aladdin  Inn, 
Helena.   This  is  one  of  the 
required  courses  needed  for  the 
Professional  Development 
Series  certificate.  This  means 
DES  Coordinators  will  be  given 
enrollment  preference. 
Because  we  are  offering 
scholarships,  participants  must 
reserve  their  rooms  by  July  20 
at  the  Aladdin  Inn.    Please 
send  in  the  short  form,  I5|5  EZ 
to  your  District  Rep  who  will 
send  on  to  the  state  office. 
Upon  receipt  and  approval, 
your  acceptance  letter  and 
other  course  materials  will  be 
sent  to  you. 

NEW  WORKSHOP:  G603 
8-HOUR  EXERCISE 
DESIGN  i|| 

Someone  once  said,  "necessity 
is  the  Mother  of  invention1'. 
How  true  when  it's  applied  to 
ever-changing  emergency 
management  and  the  time  it  i  « 
takes  us  to  obtain  the  most  ™* 
current  information  and 
materials  to  get  the  job  don£_ 
right.   We've  heard  many  ticjes 
that  people  can't  commit  to  3 
days  of  training.   "If  only  it 
(courses)  were  shorter  we  could 
get  more  people  interested. 
Develop  a  workshop  that  deals 
with  our  specific  needs." 

Well,  in  the  exercise  training 
arena,  we've  done  what  you 
asked  for,  developed  an  8-hour 
Exercise  Design  Workshop. 
Aimed  at  individual 
communities  who  need  a 
'quick-fix'  or  a  'jump-start'  in 


their  exercise  program.  Primary 
benefits  include  community    ^ 
team  building,  introduces  new 
personnel  to  exercising,  and 
introduces  a  "user  friendly" 
method  of  managing  an 
exercise  program. 

If  you  are  interested  in  this 
workshop,  contact  your  District 
Rep  and  let  him  know.   Once 
we  finish  time  schedules,  all 
you  have  to  do  is  invite  your 
players,  get  the  plan  out,  select 
the  type  of  hazard,  and 
schedule  a  large  meeting  room 
for  classroom  seating.   Your 
Exercise  Training  Officer  will 
take  it  from  there. 


IXERCISE  PROGRAM 
\\=i    REPORT 

Exciting  happenings  are  41 

occurring JiiTour  exercise 
program;   rural  communities 
taking  the  initiative  to  become 
better  prepared  in  the  event  of 
actual  occurrences;  larger 
communities  learning  lessons 
through  real  events;  and  the 
state  office  becoming  proactive 
in  the  exercise  program. 


SPECIAL  MENTION 
FERGUS  COUNTY 

Karen  Marks,  Fergus  County 
DES,  and  Denton  officials 
came  up  with  a  strategy  to 
prepare  Denton  in  the  event  of 
disaster.    Interest  in  the 
exercise  program  began  when 
Karen  facilitated  a  full  scale  ^ 
exercise  in  Lewistown  last  fal™ 
with  many  county  responders 


laking  part.    Dentonites  wanted 
^aren  to  help  them  exercise  in 
their  community  which  began  a 
round  of  meetings.   A  training 
strategy  was  developed,  sending 
Bishop  to  Denton  to  conduct 
the  Overview  of  the  Incident 
Command  System  which  helped 
the  community  develop  a 
structure  to  work  within.   NJ 
was  invited  to  conduct  an  8- 
hour  Exercise  Design  Work- 
shop March  26th.   A  functional 
exercise  was  conducted  in 
Denton  on  May  13  with  thirty 
three  participants!    On  June  5  a 
full  scale  exercise  kicked  off  at 
2:00  pm  concluding  at  6:00  pm 
-  hazard  used  was  a  train/school 
bus  mass  casualty  incident. 
Yours  truly  acted  as  EOC 
Evaluator  and  was  tremen- 
dously impressed  with  the 
^Pofessional  preparation  and 
enthusiastic  conduct  of  this 
activity!  The  community  of 
Denton,  Fergus  County  and 
Judith  Basin  County  represen- 
tatives are  to  be  commended 
for  all  of  their  hard  work  in  this 
program. 

NORTHERN  CHEYENNE 
NATION 

The  Montana  National  Guard 
began  working  with  the 
Northern  Cheyenne  Nation  in 
October  1993  to  provide 
medical  assistance  in  the  event 
of  a  disaster.   During  early 
workshops  and  meetings  it  was 
determined  that  a  training 
endeavor  in  community 
Meparedness  would  greatly 
wrflance  the  Tribe's  ability  to 
respond  to  disasters.   With  that 


in  mind,  the  ETO  conducted  an 
Exercise  Design  Course  which 
resulted  in  an  exercise  plan 
which  will  ultimately  culminate 
in  a  full  scale  exercise  in  Lame 
Deer,  May  1995.  Further 
workshops  and  tabletops  will  be 
conducted  to  bring  the  full 
scale  exercise  to  fruition. 


CONTINUING  EDUCATION 

CREDITS 

Police  Officers 

Standards  and  Training 

(POST) 

A  big  'Thank  you'  to  all  of  you 
who  have  labored  long  and 
hard  to  draw  the  law  enforce- 
ment team  into  our  training. 
One  of  the  difficulties  was  our 
training  was  not  certified  by 
POST.   It  has  finally  paid  off 
evidenced  by  the  letter  written 
May  24,  1994  to  State  DES  by 
Gene  Kiser,  Executive  Director, 
Montana  Peace  Officers  Stand- 
ards and  Training  Advisory 
Council.   Which  states  in 
part...."the  POST  Council  met 
April  28,  1994  and  certified  the 
training  material  that  was 
presented  by  DES." 

In  basic  terms  what  this  means 
is  FEMA/EMI/Montana  DES 
training  is  now  POST-certified. 
Montana  DES  coordinates 
training  activities  with  the 
Montana  Law  Enforcement 
Academy  (MLEA)  in  Bozeman. 
When  MLEA  is  notified  of 
training  opportunities,  they  will 
advertise  the  course(s)  via  the 
Criminal  Justice  Information 
Network  (CJIN). 


When  the  course(s)  is  taught, 
the  Course  Manager  will 
present  information  to  law 
participants  explaining  the 
continuing  ed  process.   Law 
participants  will  still  pay  the 
$10  admin  fee. 


DISTRICT  HI 

By 

Bob  Fry 

It  feels  really  great  to  be  back 
into  Disaster  and  Emergency 
Services  in  a  full  time  capacity. 
Especially  when  DES  is  making 
some  major  changes.   Most 
everyone  knows  that  the  district 
alignment  is  complete  and  the 
new  office  will  be  located  in 
Livingston  now  that  I  have 
taken  the  position. 

I  am  very  excited  about  the 
direction  emergency 
management  is  taking.   I 
believe  the  idea  of  developing  a 
training  program  and  standards 
for  type  III  and  IV  teams  and 
coordinators  on  the  local  level 
will  really  help  local 
coordinator's  programs.   I 
believe  coordinators  helping 
coordinators  in  the  field  will 
help  gain  valuable  experience 
during  actual  events. 

I  appreciate  the  words  and 
letters  welcoming  me  back  into 
Emergency  Management  and  I 
look  forward  to  working  with 
everyone.   Feel  free  to  call  me 
at  home  or  the  office,  anytime. 


Volume  24  <dup*U  4994  <A'u>nhn  3 


EMERGENCY  MEDICAL 
SERVICES  (EMS) 

The  following  is  the  authorized 
list  of  continuing  education 
approval  numbers  and  hours 
received  from  the  EMS  Bureau, 
Department  of  Health,  Helena. 
In  response  to  our  request  for 
this  list,  Ms.  Perrin  states  in 
part...  "The  EMS  Bureau  does 
not  maintain  rosters  for 
Continuing  Education 
programs.   Each  individual 
EMT  is  responsible  for 
maintaining  his/her  own 
continuing  education  records  of 
attendance".   She  goes  on  to 
say  ...."It  would  be  helpful  for 
those  individuals  if  the  "CE" 
approval  numbers  and  the 
number  of  approved  hours 
appeared  on  certificates  or  any 
form  of  documentation  of 
attendance  that  is  provided  to 
the  student". 

State  DES  now  records  the 
"CE"  number  and  course  hours 
on  the  certificate  of 
completion. 

CE94-100,  16,  Introduction  to 
Emergency  Management; 

CE94-101,  8,  Exercise  Design; 

CE94-102,  16,  Fundamentals  of 
Radiological  Response  Teams; 

CE94-103,  16,  Radiological 
Monitor  Instructor  Course; 

CE94-104,  8,  Fundamentals  of 
Radiological  Monitoring; 

CE94-105,  8,  Emerg  Planning; 


CE94-106,  8,  Decision  Making 
&  Problem  Solving; 

CE94-107,  8,  Effective  Commu- 
nications; 

CE94-108,  13,  Mass  Fatalities 
Incident  Response; 

CE94-109,  8,  ICS/EOC 
Interface; 

CE94-145,  4, 
Exercise  Evaluation; 

CE94-146,  6,  Overview  of  the 
Incident  Command  System; 

CE94-147,  8,  Leadership  and 
Influence. 


EMI  ANNOUNCEMENTS 

G270.3  -  Expedient  Floodfight 
Training    FEMA  has  obtained 
rights  to  a  new  45 -minute 
orientation  to  train  volunteers 
for  flood  sandbagging  oper- 
ations.  The  training  covers: 
1)  how  to  properly  fill  and 
place  sandbags,  2)  how  to  care 
for  yourself  and  do  the  work 
safely. 

The  state  office  is  waiting  for 
course  materials  to  be  sent 
from  EMI. 

G250.6  -  WEM:  Amateur 
Radio  Services   FEMA  has 
developed  a  new  workshop  in 
emergency  management  to  deal 
with  Amateur  Radio  Services. 

G290  -  Basic  Public 
Information  Officers  Course 


FEMA  has  developed  a  3-day 
course  aimed  at  the  new  or  ld^) 
experienced  Public  Information 
Officer  (PIO)  or  for  the 
emergency  management 
professional  who  has  public 
information  responsibilities  as  a 
collateral  duty.   This  includes 
members  of  the  fire  service,  law 
enforcement  as  well  as 
emergency  managers.   This 
course  will  be  available  for 
state  delivery  in  1995. 

E359  -  Fundamentals  of  Grants 
Administration   This  course  will 
be  offered  in  FFY95  for  open 
enrollment  at  EMI.   Individuals 
who  applied  to  EMI  in  FFY94 
and  received  an  acceptance 
letter  will  receive  a  cancellation 
letter  with  instructions  to 
reapply  in  FFY95. 

G250.3  -  WEM:  Disaster- 
Related  Needs  of  Disabled  and 
Elderly  This  course  is  being 
totally  revised  to  reflect 
response  actions  and  planning 
considerations  for  people  with 
disabilities  in  emergency  and 
disaster  situations. 


In  the  4th  Quarter.... 

Aug 

3-5                Course  G242 

17-18           Course  G244 

Sept 

5       Labor  Day  Observed 

23             Autumn  begins 

Oct 

7                     4th  quarter 

reports  due 

• 

^lUTUAL  AID  HANDBOOK 

by 

Homer  Young 

You  will  soon  be  receiving  the 
2nd  edition  of  the  State  of 
Montana  "Mutual  Aid  and 
Common  Frequencies" 
handbook.   The  handbook  is 
published  and  distributed  by 
the  Department  of  Admini- 
stration, Information  Services 
Division.  The  1st  edition  was 
published  in  1990. 

Dan  Hawkins  worked  closely 
with  state  agencies  and  the 
Mutual  Aid  Radio  Advisory 
Councils  to  compile  and  update 
the  information  in  this  hand- 
took.   Dan  is  a  Public  Safety 
^!»mmunications  Analyst  for 
the  Department  of  Admini- 
stration. 

The  handbook  is  an  excellent 
reference  for  writing  emergency 
communications  plans  for 
multi-agency  response  to  any 
type  of  incident.   I  encourage 
you  to  take  the  time  to  read 
this  handbook. 

If  you  have  any  questions  about 
the  handbook  don't  hesitate  to 
call  Dan  Hawkins  (444-2758)  or 
myself  (444-6911). 

The  handbook  will  also  be  sent 
to  all  law  enforcement,  fire, 
and  emergency  medical 
agencies,  so  don't  let  them  talk 
u  out  of  your  copy. 


DROUGHT  CONDITIONS 

by 

Dan  McGowan 

It  looks  as  though  we  may  be  in 
for  another  dry  one.   On 
6/28/94  a  drought  alert  status 
was  issued  for  21  counties. 
Streamflow  data  supplied  to  the 
Drought  Advisory  Committee 
indicated  that  river  basins  in 
the  following  counties  have,  or 
shortly  will,  reach  critical  levels. 
There  is  no  reason  to  believe 
that  streamflow  conditions  will 
improve  in  these  basins  in  the 
near  future.   River  basins  in  the 
listed  counties,  as  of  June  1, 
had  Surface  Water  Supply 
Index  (SWSI)  values  in  the  -3.0 
to  -3.8  range;  "Extremely  Dry". 
The  Lieutenant  Governor  has 
recommended  that  the  affected 
counties  convene  their  local 
drought  advisory  committees  to 
closely  monitor  conditions, 
discuss  areas  of  concern, 
communicate  conditions  and 
needs  to  the  State  Drought 
Advisory  Committee  and  plan 
accordingly  at  the  local  level. 
The  list  of  counties  is  as 
follows: 


TRAINING  WORKING 
TEAMS 

by 

Chris  Christensen 

Jim  Greene,  DES  Admini- 
strator, has  appointed  three 
working  teams  to  address 
different  aspects  of  training. 
The  purpose  of  these  teams  is 
to  receive  a  diverse  input  from 
concerned  representatives  of 
the  emergency  management 
community. 

The  Governor's  Conference 
Working  Team  members  are: 

County 
Paul  Spengler  Lewis  &  Clark 
Red  Wilson  Gallatin 

Wilma  Puich     Butte/Silver  Bow 
Alan  Hanson  Big  Horn 

Marty  Dirden  Blaine 

Paul  Raffatto  Jefferson 

Tootie  Marks  Fergus 

Dennis  Paulbeck  Sheridan 

and  - 

Gail  Dreher,  Dan  McGowan, 
and  Chris  Christensen,  of  the 
Montana  State  DES  staff. 


# 


The  Fall  Training  Working 

Beaverhead 

Broadwater 

Team  members  are: 

Gallatin 

Lincoln 

County 

Missoula 

Powell 

Paul  Spengler       Lewis  &  Clark 

Silver  Bow 

Carbon 

Bill  Murray                     Cascade 

Deer  Lodge 

Granite 

Dick  Meisinger          Great  Falls 

Lewis  &  Clark 

Meagher 

Dan  Sietsema              Roosevelt 

Ravalli 

Sweetgrass 

Cascade 

Flathead 

and- 

Jefferson 

Madison 

Gail  Dreher  and  Chris 

Park 

Stillwater 

Christensen,   of  the  Montana 

Yellowstone 

DES  staff. 
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The  Ongoing  Working  Team 
members  are: 

County 
Paul  Spengler  Lewis  &  Clark 
Red  Wilson  Gallatin 

Marty  Dirden  Blaine 

Wilma  Puich     Butte/Silver  Bow 
Carole  Raymond  Rosebud 

Mick  Mills  Lincoln 

and- 

Bill  Bishop  and  Chris 
Christensen,   of  the  Montana 
DES  staff. 

As  you  have  concerns, 
questions,  and  suggestions  don't 
hesitate  to  contact  these 
members  to  share  your  ideas. 


FALL  TRAINING 
CONFERENCE 

This  years  Fall  Training 
Conference  will  be  held  at  the 
Holiday  Inn  in  Great  Fall  the 
afternoon  of  September  8th 
and  the  morning  of  September 
9th.  This  format  fits  in  with  the 
SERC/LEPC  conference  to  be 
held  on  the  7th  and  8th.   This 
year's  conference  will  address 
evacuation,  sheltering,  District 
Highlights,  Policy/Management 
and  the  State  Task  Force 
concept. 

You  are  encouraged  to  make 
your  motel  reservations  early  as 
the  room  blocks  are  limited. 
The  Holiday  Inn,  400  10th  Ave. 
So.,  1-800-626-8009  or  (406) 
727-7200  and  the  Days  Inn,  101 
14th  NW  (by  the  west-side  K- 
Mart  store),  (406)  727-6565, 
have  given  us  a  limited  block  of 


rooms  at  the  state  rate.  When 
making  reservations  make  sure 
you  state  that  you  are  with 
DES  and  you  want  the  $30.00 
state  rate.  The  rooms  are  being 
held  for  us  until  the  24th  of 
August. 


CORRECTION 

far 
Phone  Log 

New  Gallatin  County 
Coordinator  Aaron 
Ilolst's  phone  number 
is  586-6219.   Please 
note  the  correction  in 
jour  latest  addition  of 
the  DES  phone  log. 


WELCOME  TO 

THE  NEW  EARTHQUAKE 

PROGRAM  MANAGER: 

FRED  NAEHER 

Fred  Naeher  graduated  from 
Madison  College,  Virginia  in 
1973  with  a  B.S.  degree  in 
Psychology  and  Secondary 
Education. 

After  teaching  High  School  in 
Maryland  for  two  years,  Fred 
entered  Army  active  duty  as  a 
2nd  LT.,  and  was  stationed  at 
Fort  Dix,  New  Jersey;  Fort 
Rucker,  Alabama  and  at 
Howard  Airforce  Base, 
Panama.   After  six  years  of 
active  duty,  Fred  and  his  family 


moved  to  Kalispell,  where  he 
taught  mathematics  and         ™ 
aviation  science  at  Flathead 
High  School.   In  1990,  Fred 
signed  on  as  a  representative  of 
NASA  through  Alabama  State 
University,  as  an  aerospace 
education  specialist.  He  was 
assigned  to  Ames  Research 
Center,  Moffett  Field,  CA, 
where  he  was  involved  with 
earth  and  life  sciences.   Fred  is 
also  a  CW3  medivac  helicopter 
pilot  with  the  1214th  Medical 
Company,  Montana  Army 
National  Guard. 


TRANSCAER 

Presentations 

by 
Jim  Knoy  ^ 

EPA  Denver  ™ 

There  will  be  two  TRANS- 
CAER presentations  in 
September  in  Montana.   They 
will  be  held  in  conjunction  with 
Burlington  Northern  Rail 
Road,  Montana  Rail  Link  and 
Canadian  Oxy  Chemicals.   The 
Canadian  contact  is  Terry 
Litchfield,  CanOxy,  North 
Vancouver,  BC,  Phone:  604- 
929-8161,  fax  604-929-6918. 
The  US  contact  is  Matt  Henry, 
Burlington  Northern,  Fort 
Worth,  Texas,  Phone:  817-234- 
4204,  fax  817-234-4225. 

Anyone  interested  in  this 
training  should  contact  the 
Canadian  or  US  personnel  to 
learn  the  details.  ^ 
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DISASTER  RECOVERY 


by 
Bill  Thomas 

Local  Jurisdictions  have  two 
choices  regarding  recovery 
following  a  major  disaster 
resulting  in  governmental 
assistance:  1)  they  can  lay  back 
and  accept  aid  on  the  terms  of 
government  agencies,  or  2)  they 
can  define  their  own  goals, 
exert  control  over  the  use  of 
incoming  resources  and  tailor 
the  design  of  recovery  programs 
to  local  needs  and  capacities. 
Such  is  the  main  conclusion  of 
a  study  entitled  "Recovery 
After  Disaster:  Achieving 
Sustainable  Development, 
Mitigation  and  Equity"  by 
ilip  Berke,  et.  al. 


# 


The  second  choice  is  far 
preferable,  but  generally 
requires  knowledge  before  a 
disaster  that  unique  oppor- 
tunities exist  following  disasters 
and  that  support  for  hazard 
mitigation  is  typically  strongest 
immediately  following  a 
disaster.  The  study  focuses  on 
the  terms  "horizontal  and 
vertical  integration."  It  seems 
fairly  clear  that  those  juris- 
dictions best  positioned  for 
option  two  are  those  which 
have  disaster  planning 
committees  and  LEPC's  in 
place  and  active,  because  those 
organizations  exemplify  the 
type  of  community  "integration" 
required  for  an  effective,  long- 
recovery  process. 


IMA  CORNER 

By 

Bill  Rhoads 

We  have  a  new  IMA  on  board 
with  us.   She  is  COL.  Sue 
McConaughy  from  Great  Falls. 
COL.  McConaughy  has  a 
masters  degree  in  admini- 
strative science,  and  is  an 
operations  manager  with  the 
IRS  in  Great  Falls.  She  will  be 
assisting  Dick  Meisinger  with 
the  City  of  Great  Falls  DES 
affairs.    Please  welcome  COL 
McConaughy  to  our  group 
when  you  get  a  chance. 


^rm 


I  was  informed  the  we  can 
recruit  Cat  H  (non-pay) 
reservists  into  the  FEMA  IMA 
program.    If  you  know  of  a 
talented,  dedicated  and  self- 
starting  type  reservist  who  you 
would  like  to  get  into  your 
emergency  management 
program,  please  contact  me. 
You  can  contact  me  at  723- 
5454,  ext.,  73496.   I  believe 
those  DES  coordinators  who 
have  had  IMA's  assigned  to 
them  will  testify  that  IMA's  can 
enhance  your  local  program. 
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The  Montana  Disaster  and  Emergency  Services  Newsletter  is  a 
quarterly  publication  of  the  Disaster  and  Emergency  Services 
Division.  It  Is  funded,  in  part,  by  a  grant  from  the  Federal 
Emergency  Management  Agency. 

Contributions  of  articles  and  Ideas  are  welcome.  Deadlines  for 
submission  are  January  8  for  the  February  issue;  April  8  for  the 
May  Issue;  July  8  for  the  August  Issue;  and  October  8  for  the 
November  issue. 

The  editor  reserves  the  right  to  edit  for  clarity  and  length.  The 
articles  In  this  newsletter  do  not  constitute  official  policy. 
Questions  regarding  articles  may  be  addressed  to  the  DES 
Newsletter  Editor.  


The  May  1994  issue  of  the  Disaster  and  Emergency  Services  Newsletter  was 
printed  at  a  cost  of  $59.10.   Mailing  costs  were  $44.08  for  a  total  of  $  .49  per  copy. 
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